Nomenclature: 

T — T emperature 

L — Leg Length 

S — Seebeck Coefficient p — Density 



A — Leg Area 

o — Electrical Conductivity r . r - TT A 

x — Space Coordinate 

I — Current 


Cp — Specif ic Meat 



R — Resistance 

r — Thomson Coefficient 

t — Time 

cp — Voltage 

H — Inductance 

k 

k — Thermal Conductivity a = Thermal Dif fusivity 

pCp 

Independent Variables 

Dependant Variables 

Parameters 

Material Properties 



